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Message Text 

UNCLASSIFIED 

PAGE 01 DACCA 01686 060337Z 

71 

ACTION ST-0 1 

INFO OCT-OI NEA-IO ISO-00 MED-03 /015 W 

069774 

R 050930Z APR 76 
FM AMEMBASSY DACCA 

TO IITH USAE HOSPITAL/SGLAJTAPAO AFI D/THAILAND 
INFO SECSTATE WASHDC 0204 

UNCLAS DACCA 1686 

E.O. 11652: N/A 
TAGS : ASUP 
SUBJECT : MED SUPPLIES 

PLEASE SUPPLY: 

LARYNGEAL MIRRORS 


1. 6515-00-347-8400 SIZE 00 EA 3 

2. 6515-00-347-8500 SIZE 1 EA 3 

3. 6515-00-347-8600 SIZE 3 EA 3 

4. 6515-00-347-8700 SCZE 5 EA 3 

5. 6505-00-890-1840 ELAGYL250MGS BT 1 


6. 6505-00-105-0372 CHOLESTYRAMINE BX 2 

7. E0035-00-9401 CHLOROFORM THROAT LOZENGES BT 2 

8. 6505-687-8205 CEPACOL THROAT LOZENGES CTN 2 

NEEDLES 

9. 6515-00-754-2834 GAUGE 18 BX 10 

UNCLASSIFIED 

UNCLASSIFIED 
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10.6515- 00-754-2836 GAUGE 20 BX 10 

11.6515- 00-754-2838 GAUGE21 S BX 10 

12.6515- 00-754-2835 GAUGE 22 BX 10 

13.6515- 00-75427839 GAUGE 23 BX 10 

14.6515- 00-655-5751 GAUGE 25 BX 10 

15.6515- 00-754-2837 GAUGE 26 BX 10 


16.6505- 662-9790 ERYTHROCIN STEARATE BT 5 

250 MGS 

17.6505- 163-4594 DEXCOLA CS 4 

EISCAL DATA: 19601 13 5409 650586 340901 2640 $212.00. 
BOSTER 

UNCLASSIEIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976DACCA01686 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 28-0797 
From: DACCA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760498/aaaadfxw.tel 

Line Count: 79 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ST 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 JUN 2004 by SilvaL0>; APPROVED <01 OCT 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : MED SUPPLIES PLEASE SUPPLY 
TAGS: ASUP, BG 
To: STATE 
Type: TE 
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